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cinders, they have a hole at one end of the bottom through which the
solution will drain, or a pipe may be attached through which the solu-
tion may be drained to a second tank. The solution is usually pumped
back to a feeding tank and permitted to re-begin its circuit through the
gravel around the plants by means of gravity., or it may be pumped
directly to the gravel box.
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A SMALL PORTABLE EXPERIMENTAL UNIT FOR GRAVEL CULTURE

For large installations, the solution is held in cisterns under the
benches or in some remote corner, from which it is pumped into the
benches from the bottom until the medium has been thoroughly satu-
rated. The pump is then shut off and the solution flows back into the
tanks by gravity. There is no reason why a series of tanks cannot be so
arranged that the solution will drain from one to the other into a cis-
tern from which it is pumped back to the original or upper tank. Of
course, such an arrangement would place some restrictions on the size

GRAVEL CULTURE EQUIPMENT ON THE SIDE OF A BUILDING